Panoview 


Pull Down - Manual 


Cinema HDTV Screens 


Model (16:9) 

DS-9092PM 

DS-9106PM 


Diagonal 

92" 
106" 


Viewing Area 

45.1" x 80.2" 
52" x 92" 



Screen shown in widescreen format 


The Panoview manual wall and ceiling pull down screens are ideal for home 
theaterviewing environments. The stylish case design allows flush mounting to the 
ceilingor wall. An easy, pull-down level lock system locks at intervals to fit a 
variety of projection formats. 


► Wall or Ceiling Mount - This pull down screen is small enough to fit into any 
installation. The stylish strong and elegant octagonal steel case housing makes for a elegant 
appearance when the screen is not in use. 

► Viewing Angle - The wide viewing angle (>100 degree) allows wider seating configuration. 

► Screen Gain - These Panoview High Contrast Matte White screens have a screen gain of 1 .0 

► Matte White Screen Surface - The Panoview matte white screen is designed for Moderate 
output DLP and LCD projectors. It provides perfect uniformitywhile giving precise definition 
and reproduction of color or black and white. 


Model 

Optoma Part Number 

Case Length 

Apprx. Ship. Lbs. 

Carton Dimension 

UPC 

DS-9092PM 

DS9092PM 

88" 

20 lbs. 

89.3" x 5.31" x 4.53" 

796435 24 118 6 

DS-3106PM 

DS3106PM 

99" 

24 lbs. 

101.77 " x 5.31" x 4.53" 

796435 24 115 5 


www.optomausa.com 

© 2004 Optoma Technology, Inc. Panoview is a registered trademark of Optoma Technology, Inc. Specifications are subject to change without notice, date-pdm-all-001 -01 


